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September  5, 1917 


THE  AMERICAN  RED  CROSS 

WOMAN'S  BUREAU 

WASHINGTON,  D.  C. 


Surgical  Dressings 


This  Manual  contains  all  necessary  infor- 
mation for  making  surgical  dressings.  It 
supersedes  all  previous  Red  Cross  publica- 
tions on  surgical  dressings,  and  the  use  of 
all  former  circulars  on  the  subject  shall 
be  discontinued. 

The  Manual  has  been  prepared  by  a 
Committee  of  surgeons,  nurses,  and  lay- 
workers  who  have  been  intimately  con- 
cerned in  the  subject  of  surgical  dressings 
both  in  this  country  and  in  the  war  zone. 
Full  consideration  of  all  sources  of  informa- 
tion has  led  the  Committee  to  adopt  the 
dressings  herein  described  as  most  nearly 
meeting  war  requirements  from  the  stand- 
point of  usefulness  and  economy  in  money 
and  labor. 

Directors  of  workrooms  and  workers 
should  become  familiar  with  its  every  de- 
tail. Careful  study  will  prevent  confusion 
and  wasted  effort. 

For  further  information  the  Chairman 
of  the  Chapter  should  be  consulted. 


LIST    OF    DRESSINGS 


CLASSIFIED  LIST  OF  DRESSINGS 

The  dressings  described  in  this  pamphlet  are  grouped  below  in  accordance 
with  their  structure  and  use.  In  the  following  pages  this  natural  order  of 
arrangement  has  of  necessity  been  departed  from  in  order  that  the  description 
of  each  dressing  might  be  placed  with  the  figure  illustrating  the  manner  in 
which  it  is  prepared. 

STANDARD  DRESSINGS 

GAUZE   DRESSINGS  page 

No.     I.    Gauze  Compress,  4  in.  x  4  in. 
Gauze  Compress,  9  in.  x  9  in. 
Folded  Gauze  Strip,  6  in.  x  3  in. 
Gauze  Square,  9  in.  x  9  in. 
Gauze  Sponge         .        ... 
Gauze  Roll,  3  yds.  x  ^j4  in. 


No. 

4 

No. 

6 

No. 

10 

No. 

II 

No. 

14 

ABSORBENT   PADS 

No.    2.    Absorbent  Pad,    8  in.  x  12  in. 
No.    3.    Absorbent  Pad,  12  in.  x  24  in. 


7 

10 
12 
16 

17,18 
20 

8 
9 


IRRIGATION   PADS 

No.    5.    Irrigation  Pad,  16  in.  X  24  in 11 

No.    7.    Irrigation  Pad,  12  in.  x  18  in .     13,  14 

Paper-backed  Pads footnote ...  14 


MUSLIN  AND   WEBBING   BANDAGES 

No.    8.  Four-tailed  Bandage 

No.    9.  T-Bandage 

No.  12.  Abdominal  Bandage 

No.  13.  Triangular  Bandage 

No.  15.  Scultetus,  or  Many-tailed  Bandage 

No.  16.  Webbing  Splint  Strap 


14 
15 
18 

19 
21 
21 


SPECIAL  DRESSINGS 

GAUZE    WIPES 

No.  17.    Gauze  Wipe,  4  in.  X  4  in 22 

GAUZE   LAPAROTOMY   PADS 

No.  18.    Gauze  Laparotomy  Pad,  12  in.  x  12  In 23 

No.  19.    Gauze  Laparotomy  Pad,    6  in.  x    6  in 24 

No.  20.    Gauze  Laparotomy  Pad,    4  in.  x  16  in 25 

SPLIT   IRRIGATION    PAD 

No.  21.    Split  Irrigation  Pad,  21  in.  x  26  in .     26,  27 

GAUZE   PACKING 

No.  22.    Gauze  Packing,    2  in.  x  i  yd 27 

No.  23.    Gauze  Packing,  >^  in.  x  i  yd. 27 


GENERAL   INSTRUCTIONS 


DEMAND  FOR  SURGICAL  DRESSINGS 

National  Headquarters  In  Washington  will  obtain  information 
from  Europe  and  at  home  as  to  the  need  for  surgical  dressings. 

The  chairmen  of  the  various  Chapters  will  be  kept  informed 
of  these  needs,  and  they,  in  turn,  will  call  upon  the  workrooms 
for  their  proper  quota. 

The  director  of  the  workroom  is  therefore  expected  to  keep  the 
chairman  informed  as  to  the  productive  capacity  of  the  workroom 
and  hold  it  in  readiness  to  maintain  this  capacity  at  all  times. 

The  organization  in  the  workrooms  should  be  sufficiently  elas- 
tic to  permit  the  transfer  of  workers  from  their  regular  work  to 
a  particular  type  of  dressing  if  an  emergency  demand  occurs. 


CHANGES  MADE  IN  TYPES  OF  SURGICAL  DRESSINGS 

Gauze,  muslin,  crinoline,  and  flannel  roller  bandages  are  not 
to  be  made  in  the  workrooms  after  the  material  for  them  now  on 
hand  is  exhausted.  All  of  these  bandages  can  be  manufactured 
more  cheaply  and  rapidly  at  the  mills.  They  will  be  shipped 
directly  from  the  mills  to  the  warehouses,  thus  saving  labor  in 
handling  and  duplication  in  freight  charges. 

Certain  dressings,  e.  g.,  the  smaller  gauze  roll  and  the  fracture 
pillow,  heretofore  made,  which  do  not  now  meet  war  require- 
ments, have  been  eliminated.  Others  have  been  somewhat  modi- 
fied with  a  view  to  simplicity,  economy,  and  general  adaptability. 

Those  retained,  with  some  additions,  are  listed  under  two 
headings,  Standard  Dressings  and  Special  Dressings. 

Standard  Dressings  are  those  required  in  daily  use  In  all  hos- 
pitals, and  are  known  to  meet  the  requirements  of  war  service. 
These  are  the  only  dressings  on  which  workrooms  should  be 
regularly  employed. 

Special  Dressings  are  those  which  may  be  desired  under  peculiar 
conditions,  or  by  individual  surgeons  and  hospitals.  These 
dressings  may  be  made  only  upon  Instructions  from  the  Division 
Office. 


GENERAL   INSTRUCTIONS 


Study  of  the  printed  instructions  and  of  the  figures  will  show 
that  no  essential  change  in  the  method  of  making  dressings  has 
been  introduced.  Any  one  familiar  with  the  subject  as  hereto- 
fore taught,  can  readily  make  any  dressing  herein  described  by 
attention  to  instructions. 

RAW  MATERIALS  FOR  DRESSINGS 

The  materials  used  in  making  dressings  must  conform  to 
standards  established  by  the  Woman's  Bureau  in  Washington. 
Samples  of  these  materials  may  be  obtained  from  the  chairman 
of  the  Chapter. 

These  standard  materials  cannot,  in  many  cases,  be  designated 
by  trade  terms,  or  by  the  number  of  threads  to  the  square  inch, 
because  these  differ  materially  with  different  mills. 

All  supplies  for  surgical  dressings  should  be  purchased  through 
the  Division  Supply  Bureau.  Purchasing  by  the  Chapters  from 
other  sources  can  be  allowed  only  after  samples  are  approved 
by  the  Division  Office. 

Each  workroom  is  expected  to  keep  a  sufficient  stock  of  ma- 
terials on  hand  to  meet  immediate  needs  and  to  place  orders 
sufficiently  in  advance  to  allow  for  reasonable  delay  in  delivery. 

Blank  forms  on  which  to  order  such  supplies  may  be  obtained 
from  the  Division  Supply  Bureau. 

INSTRUCTIONS  FOR  MAKING  SURGICAL  DRESSINGS 

All  surgical  dressings  shall  be  made  in  accordance  with  the 
instructions  and  drawings  on  the  following  pages. 

While  surgeons  in  different  localities  use  their  own  special 
types  of  dressings  and  Chapters  may  be  requested  to  furnish 
special  types  of  dressings  not  covered  in  this  pamphlet,  the  dress- 
ings adopted  as  Red  Cross  standards  herein  have  been  decided 
upon,  after  extended  study  and  consultation,  as  best  suited  for 
general  Red  Cross  needs,  and  special  types  of  dressings  should 
be  discontinued. 

It  is  important  that  the  dressings  should  be  made  neatly  and 
of  uniform  size  and  design.  Slight  irregularities,  however,  do 
not  detract  from  usefulness  and  should  not  be  considered 
sufficient  reason  for  rejecting  dressings.     The  war  need  for  dress- 


GENERAL   INSTRUCTIONS 


ings  is  so  urgent  that  the  output  should  not  be  curtailed  by 
adherence  to  unessential  detail. 

Supervisors  recognize  that  while  exact  measurements,  the 
cutting  by  drawn  threads  and  the  accurate  matching  of  cut 
edges  are  often  used  as  methods  in  the  training  of  instructors, 
they  may  be  non-essentials  in  the  every-day  work  of  making 
dressings. 

Investigation  has  shown  that  machinery  and  various  mechan- 
ical devices  may  be  used  to  advantage  in  cutting  and  folding 
dressings.  The  larger  workrooms  should,  therefore,  encourage 
their  use.  Much  of  the  cutting  can  be  done  by  machinery  at  the 
mills,  so  that  materials  cut  to  the  proper  sizes  for  folding  may  be 
obtained  at  slight  additional  cost.  Information  concerning  this 
will  be  furnished  through  the  chairman  of  the  Chapter. 

WORKROOMS 

It  is  important  that  surgical  dressings  made  by  volunteer 
workers  shall  meet  the  requirements  of  cleanliness  and  accuracy 
established  by  the  American  Red  Cross.  It  is  strongly  advised 
that  they  be  made  in  workrooms  designated  for  the  purpose  and 
under  careful  supervision. 

Surgical  dressing  workrooms  should  be  equipped  as  follows: 
Tables  (large  preferred)  with  smooth  clean  surfaces;  chairs; 
black-board;  chalk  and  eraser;  scrap-baskets;  shears;  yard- 
sticks; stamps  and  ink  pads  for  marking  dressings;  safety  pins 
(medium  size);  common  pins;  needles,  white  sewing  thread,  and 
lock-stitch  sewing  machines. 

Absolute  personal  cleanliness  should  be  required  of  all  workers. 
Hands  should  be  washed  before  beginning  work  and  a  head- 
covering  and  large  white  apron  worn  at  all  times  in  the  work- 
rooms. 

CLASSES 

Classes  for  training  volunteers  to  make  surgical  dressings 
should  be  formed  in  connection  with  every  Chapter.  In  these 
classes  the  emphasis  should  be  placed  on  the  making  of  standard 
dressings  which  must  be  produced  in  large  quantities.  Pupils' 
certificates  will  no  longer  be  issued.^ 

1  Information  regarding  classes  for  training  instructors,  instructors'  certificates,  etc.,  will  be 
found  in  a  Manual  for  Instructors  of  Surgical  Dressings,  which  can  be  purchased  from  the 
Chapters. 


GENERAL   INSTRUCTIONS 


STERILIZATION 

Dressings  are  not  to  be  sterilized  in  the  workrooms.  If  sterili- 
zation before  shipment  is  later  found  to  be  advantageous,  it  will 
be  done  by  special  sterilizing  plants  at  convenient  central  points. 


INDEPENDENT  ORGANIZATIONS 

The  Instructions  In  this  Manual  are  primarily  Intended  for 
workrooms  directly  affiliated  with,  and  working  within  the 
Chapter  organization. 

The  Manual,  however,  is  available  for  independent  organiza- 
tions, and  the  chairman  of  the  local  Chapter  will  render  all  possi- 
ble aid  to  such  organizations. 

Dressings  made  In  the  workrooms  of  Independent  organiza- 
tions, and  offered  to  the  Red  Cross  for  distribution,  should  be 
accepted  by  local  Chapters  provided  they  conform  to  the  stan- 
dards herein  prescribed.  Reasonable  care  should  be  exercised  by 
Chapter  heads  to  guard  against  the  acceptance  of  improper 
dressings.  Dressings  finally  accepted  can  be  either  packed  with 
dressings  made  by  local  Chapters  In  their  own  workrooms,  or 
packed  separately,  suitably  marked  to  show  their  point  of  origin, 
and  shipped  to  Supply  Depots.  Chapter  heads  are  particularly 
instructed  to  see  that  careful  inspection  of  such  dressings  is  made. 


STANDARD    DRESSINGS 


STANDARD  DRESSINGS 


Comprising  the  dressings  to  be  made  unless  otherwise  instructed. 
These  dressings  are  those  in  daily  use  by  all  hospitals.  They 
should  constitute  the  regular  output  of  the  workroom. 

No.  I.     GAUZE  COMPRESS.   4  in.  x  4  in. 

Used  in  wards  and  operating  rooms  to  cover  open  wounds. 
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Dressing. 


C.  Fold  edge  A  to  C 


D.  Void  edge  A 
to  C  on  B. 


A.  Cut  gauze  18  in.  on  selvage  X  18  in.  Place  selvage  to  right.  Fold 
cut  edges  to  center,  making  9  in.  X  18  in.  B.  Fold  ends  to  center,  making 
9  in.  X  9  in.  G.  Fold  on  same  center,  making  9  in.  X  4K  in.  D,  Fold 
along  other  center  making  a  square.     (Size  will  vary  slightly.) 

To  wrap:  Make  one  stack  of  20,  with  all  folded  edges  on  same  side. 
Cover  envelope  fashion  (See  p.  28)  with  unbleached  muslin,  or  clean,  old, 
undamaged  cotton  or  linen,  16  in.  X16  in.,  and  tie  with  string  or  selvage. 

Stamp  on  face  of  package:  American  Red  Cross, Chapter 

20  Gauze  Compresses 
4  in.  X  4  in. 


STANDARD    DRESSINGS 


No.  2.     ABSORBENT  PAD.    8  in.  x  12  in. 

OF   WASTE   GAUZE,    OAKUM,    OR    SPHAGNUM   MOSS 

Used  as  covering  for  large  wounds  with  copious  discharge. 
Oakum  is  used  when  discharge  is  fecal  or  foul. 


out  edge 


ciS  edge 


cut  edae 
A.   Cut  l8"on    selvage  ;(  36 


cut  edge 


cut  edqe 
I.  Place  pad  of  moss  or  odkum 
(er\c\o5ed)    4"  f roTTi    left    ha>ld 
selvage  and  '5' from  cut  edge. 

cutr  edge 


Cut  edge 
C.  fold    left  hand    Selvaoe    to  B 
on  A  . 
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Center 


Cut  edoe 

D.  Fold   both    cut  edaes  to 
center. 
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E.  Fold   A  to   C  on  B 


F.  Tuck  A  under-  B.    G.PtnishedDressin 
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A.  Cut  gauze  i8  in.  on  selvage  X  36  in.  and  place  selvages  to  right  and 
left,  B.  Place  pad  of  waste  gauze  (8  in.  X  12  in.  X  )4  in.  thick)  with  its 
short  side  parallel  to  and  4  in,  from  left  selvage,  and  its  long  side  5  in. 
from  upper  and  lower  cut  edges,  G.  Fold  left  selvage  4  in,  over  the  pad, 
D.  Fold  both  cut  edges  to  center,  lapping  about  i  in.  E.  Fold  pad 
over  12  in.  to  right.  F.  Tuck  remaining  8  in,  at  right  end  inward  between 
gauze  and  pad.  (A  pad  of  oakum  or  sphagnum  moss  wrapped  in  gauze 
may  be  used  instead  of  the  pad  of  waste  gauze.  The  oakum  or  moss 
must  be  picked  apart  and  all  hard  lumps  discarded,) 

To  wrap:  Two  pads  in  package.  Fold  each  in  halt.  Cover  envelope 
fashion  (See  p.  28)  with  unbleached  muslin  or  clean,  old,  undamaged  cot- 
ton or  linen,  20  in,  X  20  in. 

Stamp  on  face  of  package,  stating  whether  waste  gauze,  oakum,  or 
sphagnum:    American  Red  Cross,  .    .  ,    .    .  Chapter 

2  Absorbent  Pads 
8  in.  X  12  in. 
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No.  3.     ABSORBENT  PAD.    12  in.  x  24  in. 

^4        OF  WASTE  GAUZE,  OAKUM,  OR  SPHAGNUM  MOSS 

Used  as  covering  for  large  wounds  with  copious  discharge. 
Oakum  is  used  when  discharge  is  fecal  or  foul. 


selvage 
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A.  Cut  qcuz-e  36"X3G" 
■     selvage 
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Place  pad  in  center  of  gauze 
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i.  Tuck   under  both   cut  edges 
on  A  and  B,  envelope  "fashion. 


.  Finished  Dressinq. 


A.    Cut  gauze  36  in.  on  selvage  X  36  in.     Place  cut  edges  to  right  and 
left.    B,    Place  pad  of  waste  gauze  (12  in.  X  24  in.  X  }4  in.  thick)  in  center 
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of  gauze  square  with  long  side  parallel  to  selvage  edges.  G.  Fold  lower 
selvage  over  pad.  D.  Fold  upper  selvage  over  pad.  E.  Tuck  both  cut 
ends  inward,  envelope  fashion  between  pad  and  gauze.  (A  pad  of  oakum 
or  sphagnum  moss  wrapped  in  gauze  may  be  used  instead  of  the  pad  of 
waste  gauze.  The  oakum  or  moss  must  be  picked  apart  and  all  hard 
lumps  discarded.) 

To  wrap:  One  in  package.  Fold  in  half.  Cover  envelope  fashion 
(p.  28)  with  unbleached  muslin  or  clean,  old,  undamaged  cotton  or  linen, 
24  in.  X  24  in. 

Stamp  on  face  of  package,  stating  whether  waste  gauze,  oakum,  or 
sphagnum:  American  Rep  Cross,  ....  Chapter 

I  Absorbent  Pad 
12  in.  X  24  in. 

No.  4.     GAUZE  COMPRESS.   9  in.  x  9  in. 

Used  in  wards  and  operating  rooms  to  cover  open  wounds 
Fo/d  this  edge  to  centre 


0 

36' 
Cenire 

— > 

Fold  thi^   edge  to  centre 

^ 
1 

^ 

A 


C-Fo/d  ed^e  AtoConB  'D-FInished  dressing 

A.  Cut  gauze  18  in.  on  selvage  X  36  in.  Place  selvages  to  right  and 
left.  Fold  cut  edges  to  center,  making  9  in.  X  36  in.  B.  Fold  both  selvages 
to  center,  making  9  in.  X  18  in.  C.  Fold  again  along  center  making 
9  in.  X  9  in. 

To  wrap:  Make  two  stacks  of  10  each.  Fold  each  stack  once  making 
9  in.  X  4>^  in.  Place  one  folded  stack  on  top  of  the  other  folded  stack 
with  folded  edges  on  opposite  sides.  Cover  envelope  fashion  (See  p.  28) 
with  unbleached  muslin  or  clean,  old,  undamaged  cotton  or  linen,  20  in.  X 
20  in.,  and  tie  with  string  or  selvage. 

Stamp  on  face  of  package:  American  Red  Cross,     ....  Chapter 

20  Gauze  Compresses 
9  in.  X  9  in. 


STANDARD    DRESSINGS 


II 


No.  5.     IRRIGATION  AND  PAPER-BACKED  PADS 

16  IN.  X  24  IN. 
OF  ABSORBENT  COTTON  AND  NON- ABSORBENT  COTTON. 

Irrigation  pads  are  used  to  cover  large  suppurating  wounds  which  are  treated 
by  continuous  or  intermittent  irrigation.     (See  note  under  No.  7.)   ■ 
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C.    Place  Mon-dbsorbent  cotton  (|6"X24°)  on  top 
cf  absorbent  cotton 


B.    Place  absorbent  cotton  pad  (le'XSV)  5" from 
left  hand  cut  edqe  dnol  10'  from  selvaqes. 

salvag*. 
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Pad 
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D.    Fold  left  hand  cut  edge  5' over  on  pad 


T   55* 
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E..    Fold   lower  selvage  f\  10"  over  pad  to 
dotted  lineB. 
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~        "      folded  edao 

G.   Fold  left  \\ar\d  folded   edge  A  with  pad  to 
clotted  lineC  onB.    Tuck  In  right  ha'nd  cut 
edqe  between  qauz.e  and   cotton  pads.  Envelopw 
fashion. 


selvage 


7     55' 


JL 


folded  edge 
r.    Fold  upper  seivageAlO'  over  ^ad  to 


H. Finished  Drsosirtq. 


A.  Cut  gauze  6o  in,  on  selvage  X  36  in.  Place  cut  edges  to  right  and 
left.  B.  Place  one  layer  of  absorbent  cotton  (16  in.  X  24  in.  X  J^  in,  thick) 
on  the  gauze,  with  its  short  side  parallel  to  and  5  in.  from  the  left  cut  edge, 
and  its  long  side  parallel  to  and  10  in.  from  upper  and  lower  selvages 
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G.  Place  a  similar  layer  of  non-absorbent  cotton  on  top  of  the  absorbent 
cotton.  D.  Fold  left  cut  edge  5  in.  over  the  pads.  E.  Fold  lower  selvage 
10  in.  over  the  pads.  F.  Fold  upper  selvage  10  in.  over  the  pads.  G. 
Fold  left  folded  edge  with  pad  24  in.  to  right  and  tuck  remaining 
7  in.  between  pad  and  gauze,  envelope  fashion. 

To  wrap:  Fold  twice  in  opposite  directions,  and  tie  with  string  or 
selvage.  Cover  envelope  fashion  (See  p.  28)  with  unbleached  muslin 
or  clean,  old,  undamaged  cotton  or  linen,  24  in.  X  24  in. 

Stamp  on  face  of  package:  American  Red  Cross, Chapter 

I  Irrigation  Pad,  or  i  Paper-backed  Pad 
16  in.  X  24  in. 


No.  6.     FOLDED   GAUZE  STRIP 

Used  as  sponge  or  for  packing  in  operating  room, 
convenient  fluffed  dressing 
36" 


6  IN.  X  3  IN. 

When  unfolded,  makes 
Used  also  as  face  mask. 

Cui      edae 


^ 

36" 

X 

m 

»3"i 

ks-H 

0^ 

1 

« 

N 

1 

i. 

3"' 

«-3"-. 

-0 

c^n 

">0 

\ 

ii— 

V          1 

hrFoH  corners  on  doited  lines 


yL 


36"  A 
B 


3^ 

III 


f- 

■00- 
Centre 

-\ 

\             / 

BTold 

cut 

Cui  ed(je 
edaei    to  cenier 

3Si 

c-^ 

F" 

C-Foid  Bio  A 


D-Fold  C  io  A  onD 


u 


\z" 


E'/old  Dto  d onC  F-Fo/dAioCond  ^G-Fmiihed  Dressing 

A.  Cut  gauze  12  in.  on  selvage  X  36  in.  Turn  in  all  four  corners  3  in. 
toward  center.  B.  Fold  cut  edges  to  center,  making  6  in.  X  36  in. 
G.  Fold  folded  edges  together,  making  3  in.  X  36  in.  D.  Fold  selvages 
together  making  3  in.  X  18  in.  E.  Fold  right  end  over  6  in.  to  left.  F.  Fold 
left  end  over  6  in.  to  right,  making  finished  dressing  6  in.  X  3  in. 

To  wrap:  Make  two  stacks  of  10  each  and  place  in  square  formation. 
Cover  envelope  fashion  (See  p.  28)  with  unbleached  muslin  or  clean,  old, 
undamaged  cotton  or  linen,  18  in.  X  18  in.  and  tie  with  string  or  selvage. 

Stamp  on  face  of  package:  American  Red  Cross, Chapter 

20  Folded  Gauze  Strips 
6  in.  X  3  in. 


STANDARD    DRESSINGS 
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Selvage 

'^ 

L       ,  .....                            ^^ 

« 

3 
% 

'a 

<r> 

Selvage 

A-  Cut  gauze  4S'  on  selvage  X36"  or 
-.wfofth  of  material. 


Sell 


prr 


vage 


46' 


non- 
absorbent 


^ 


Sefvaqe 

C. Place  non-a bsorBent  cotton  pad  I2"X18" 
on  top    of  ab"ioT-bent   cotton  pad 


Se/v 


age 


t4M 


4-2' 


Sc/vaqe 
C,    FiJld    (ovver  selvoge  A  to    dotted 
line  B. 


Q.FoJd  CtoAonB  cinoi  tuck   m  D 
underA  between  qawze  and  pa4. 


S«[vags 


46" 


4 — 

I  absorbent 


cj 


Selvage 
B.  Place  absorbent  cotton  pa  J  4''fi-om 
left  hand   cut    edqe  and  12"  from 

Selvaaes. 


Oelvao 

e 

, 

1    ^                 ^ 
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«> 

1        <- 

- 

CO 

0 

-a 
♦-> 
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^4- 

I     1^ 

1     ~    Pad 

^      1     ," 

,'" 

^ 

' 

A     ^B 

1 

IC'c,, 

1         - 

1     \ 

v/ 

Selvaoe 
D.Fold  A  to  e-  on  B. 


42  I 


26" 


Foloted    Ejige 
F    Fold  Ato  C  onB 


H-  Fini^Weel  r)ressmq. 


No.  7.    Irrigation  Pad.      (See  p.  14.) 
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STANDARD    DRESSINGS 


No.  7.     IRRIGATION  AND  PAPER-BACKED  PADS 

12  IN.  X  18  IN. 

(See  page  13) 
OF  ABSORBENT    COTTON   AND    NON-ABSORBENT   COTTON 

Irrigation  pads  are  used  to  cover  large  suppurating  wounds  which  are  treated 
by  continuous  or  intermittent  irrigation. ^ 

A.  Cut  gauze  46  in.  on  selvage  X  36  in.  Place  with  cut  edges  to  right  and 
left.  B.  Place  one  layer  of  absorbent  cotton  (12  in.  X  18  in,  X}4  in. 
thick)  with  its  short  side  parallel  to  and  4  in.  from  left  cut  edge,  and  long 
sides  12  in.  from  selvages.  G.  Place  similar  layer  of  non-absorbent  cotton 
on  top  of  absorbent  cotton.  D.  Fold  left  cut  edge  4  in.  over  pad.  E. 
Fold  lower  selvage  12  in.  over  pad.  F.  Fold  upper  selvage  12  in.  over  pad. 
G.  Fold  right  cut  edge  18  in.  over  pad  and  tuck  remaining  6  in.  between 
the  gauze  and  pad,  envelope  fashion. 

To  wrap:  2  in  package;  fold  one  pad  on  its  short  center.  Fold  second 
pad  in  the  same  way.  Place  one  on  top  of  the  other  with  the  folded  sides 
in  opposite  directions.  Cover  envelope  fashion  (See  p.  28)  with  unbleached 
muslin  or  clean,  old  cotton  or  linen,  24  in.  X  24  in.,  and  tie  with  string  or 
selvage. 

Stamp  on  face  of  package:  American  Red  Cross, Chapter 

2  Irrigation  Pads,  or  2  Paper-backed  Pads,  12  in.  X  18  in. 

No.  8.     FOUR-TAILED  BANDAGE  OF  MUSLIN 
Used  especially  in  fractured  jaw;  also  to  retain  dressing  over  chin. 


36" 


la"  — >| 


K—     I  a" 


:b. 


Tear 


A.   Tear  muslin  8  in.  on  selvage  X  36  in.    Fold  on  long  center.    B. 

12  in.  from  each  end  along  the  fold,  leaving  12  in.  in  center  not  torn. 

To  pack:   Fold  and  tie  in  package  of  5.    No  covering. 

Stamp  and  tie  tag:  American  Red  Cross,      Chapter 

5  Four-tailed  Bandages 

1  Dressings  similar  to  Nos.  5  and  7,  with  a  backing  of  paper,  are  very  necessary 
in  protecting  the  bed  from  discharges  and  irrigating  fluids  and  should  be  made  as  a 
part  of  the  regular  output.  Three  to  five  sheets  of  newspaper  or  waste  wrapping- 
paper  are  cut  the  size  of  the  pad,  placed  on  the  same  side  as  the  non-absorbent 
cotton,  and  overcast  with  long  stitches  to  all  four  edges. 


STANDARD    DRESSINGS 
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No.  9.     T-BANDAGE  OF  MUSLIN 

Used  for  retaining  dressings  on  perineum,  rectum,  and  scrotum. 
T-Bandage  consists  of  two  parts:   (i)  split-tail;   (2)  belt. 


.  Tear  muslin  for-, 
tail  piece  40''^"?<I4" 


55" 

Belt  Piece 


r4: 

U 


B.  foldCtcAonB.       C. 


t-.Tear  rviusim  53"X7"  for- belt  pi 


ek- 


1 


-&y,- 


Stitch  a\or\a  i 

dotted  line  Vg  from 
left  and  lowei- edqes. 


I.  Teciv-  olono  dotted  li'ne  A 
to  within  ISVof  to;o. 
Stitch  around  raw  edges 
of  tails.  Turn  in5,)dtout. 
Stitch  oil  OT-ound  and  3 
•times  at  crctcK. 


piece. 


5  3' 


b 


3". 


F 


r lace  center  o? ■ 
tails  in  centerof 
belt  and  stitch. 
Folot  AtoC  onB 
and.  stitcii  all 
arownd. 


It    5-3-1 


.  FinTshecf 
Bandaqe. 


(i)  r^?  ma^e  the  split-tail.  A.  Tear  muslin  40>^  in.  X  14  in.  Tear  off 
selvages.  B.  Fold  lengthwise,  making  40^^  in.  X  7  in.  C.  Stitch  one  end 
and  the  side  with  torn  edges.  D.  From  middle  of  stitched  end  tear  along 
center  to  within  I3>^  in.  from  unstitched  end.  Stitch  around  torn  edges. 
Turn  inside  out.    Stitch  all  around  and  three  times  at  crotch. 

(2)    To  make  the  belt.   E.   Tear  muslin  53  in.  X  7  in.     (3)  To  complete 


i6 


STANDARD    DRESSINGS 


T-Bandage.  F.  Place  untorn  end  of  tail  on  center  of  belt  3^  in.  from  its 
upper  edge  and  stitch  securely.  Fold  belt  lengthwise  over  part  of  tail 
already  stitched  on  belt.  Stitch  securely  around  all  four  edges  of  belt. 
(4)  To  fold  T-Bandage.  Bring  ends  of  tail  to  bottom  of  belt;  bring  folded 
edge  to  bottom  of  belt;  fold  in  thirds  and  roll  the  folded  tail  over  on  the 
belt;  lay  right  end  of  belt  over  folded  tail  and  fold  over  and  over  on  itself, 
making  a  finished  package  7  in.  X  3  in.  Tie  securely  with  string  or 
selvage.  Place  5  in  package.  No  covering;  no  safety  pins.  Tie  with 
string  or  piece  of  selvage. 

Stamp  and  tie  tag:  American  Red  Cross, Chapter 

5  T-Bandages 

No.  10.     GAUZE  SQUARE.   9  in.  x  9  in. 

Used  as  loose  dressing  over  clean  and  healing  wounds; 
also  used  for  same  purposes  as  No.  11. 


9" 


Gauze 
Sauare 


To  Wrap   -  Fold  A.  toB- 


E  Place  stacK  No.2  on 
stack  No!  and  wrap. 

D.  Fold  :&  to  A.  ^ 

A.  Cut  gauze  9  in.  X  9  in.  in  stacks.  To  wrap:  Make  a  stack  of  gauze 
9  in.  X  9in.,  and  i  in.  in  thickness.  B.  Fold  in  center.  G.  Stack  No.  i 
folded.  D.  Make  a  second  stack,  same  size  and  thickness,  and  fold  as 
first  stack.  Place  second  stack  on  top  of  first  stack,  with  folded  edges 
in  opposite  directions. 

Cover  envelope  fashion  (See  p.  28)  with  unbleached  muslin,  or  clean, 
old,  undamaged  cotton  or  linen,  20  in.  X  20  in.,  and  tie  with  string  or 
selvage. 
Stamp  on  face  of  package:  American  Red  Cross,   ....  Chapter 

2  Stacks  Gauze  Squares 
9  in.  X  9  in. 


STANDARD    DRESSINGS 
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^ S)^" 


<n 


A.  Cut    Qaus©     9x9  •  JD-  Fold  over  'eft  hand  cut  edae  V2.' 


O^rold  bwer  edoeto  cente' 


Fold  upper  edae  to  center' 


<S) 


I 


1 


on  center"  l/ne.  F     SponQe   when  folded. 


G-Place  ]^SiZ^f infers   H.Wrap   twtce       T.B-ring  upper   riqKt 
of  left  hand  on  left        around  fi  no  ers      corner  A.  to  lower   left 
hand     end  pf  gau^e  edge  B-  and    tuck   \r\  point 

cf  triangle  C    between 
fingers    and    aau^e. 


No.  II.  Gauze  Sponge.     (See  p.  18.) 


l8  STANDARD    DRESSINGS 

No.  II.     GAUZE  SPONGE 

(See  p.  17) 

Used  as  sponge  during  operations  and  in  ward  dressing;   also  for 
cleaning  around  wounds,  applying  iodine,  etc. 

A.  Cut  gauze  9  in.  X  9  in.  B.  Fold  left  cut  edge  over  >2  in.  (If  one 
edge  of  gauze  be  selvage,  place  it  to  the  left  and  omit  yi  in.  fold.)  G.  Fold 
lower  edge  to  center.  D,  Fold  upper  edge  to  center.  E,  Fold  upper 
folded  edge  to  lower  folded  edge,  making  8>^  in.  X  2>^  in.  F.  Sponge 
when  folded.  G.  Place  first  and  second  fingers  of  left  hand  on  left  end 
of  gauze.  H.  Pick  up,  and  with  right  hand  wind  twice  around  fingers  of 
left  hand.  I.  Bring  upper  right  corner  to  lower  left  edge  and  tuck  in 
point  of  remaining  triangle  between  fingers  and  gauze.  The  finished 
sponge  will  not  be  square. 

To  wrap:  Make  four  stacks  of  10  sponges  each.  Place  them  in  a  square 
formation.  Cover  envelope  fashion  (See  p.  28)  with  unbleached  muslin 
or  clean,  old,  undamaged  cotton  or  linen,  16  in.  X  16  in.  and  tie  with 
string  or  selvage. 

Stamp  on  face  of  package :  American  Red  Cross,    ....  Chapter 

40  Gauze  Sponges 


No.  12.     ABDOMINAL  BANDAGE  OF  MUSLIN 

Used  to  retain  dressing  on  abdomen. 


T 


4  6" 


(0 


i 


Tear  muslin  48  in.  X  18  in.    Hem  (machine  or  hand.)    Finished  band- 
age 47K  in.  X  17K  in. 

To  pack:  Fold  and  tie  in  package  of  5.    No  covering;  no  safety  pins. 

Stamp  and  tie  tag:      American  Red  Cross, Chapter 

5  Abdominal  Bandages 


STANDARD    DRESSINGS 
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No.  13.     TRIANGULAR  BANDAGE  OF  MUSLIN 

Used  as  sling  and  as  convenient  covering  for  dressing 
on  various  parts  of  the  body. 


A.   Fold  and  cut  diagonallj.  Hem  raw  edges-    Sew  I '/syds. 
of  r'.\A^ide,t;ape  oki  eacK  end  ofthelona  side. 


Directi'ons     y^K  fcn-foldin 


C  Fold  AtoB.  E.  Fold  AtoB  FT  Fihfshecl Dressing. 

A.  Tear  muslin  i  yard  X  i  yard.  Fold  and  cut  diagonally,  making  each 
triangle  36  in.  X  36  in.  X  51  in.  Hem  (hand  or  machine)  raw  edges. 
Sew  i}4  yards  of  i-in.  tape  on  each  point  of  the  long  side.  B.  G.  D.  E. 
Fold  in  triangular  manner  4  times. 


20  STANDARD    DRESSINGS 

To  pack:   Place  5  in  package  and  tie  with  string  or  selvage.  No  covering. 

Stamp  and  tie  tag :  American  Red  Cross, Chapter 

5  Triangular  Bandages 

No.  14.     GAUZE  ROLL.   3  yds.  x  4>^  in. 

Used  particularly  for  dressing  stumps  and  very  large  wounds; 
also  for  head  covering.    A  substitute  for  laparotomy  pad. 


Cut  edcjs 


Cut  edge 
A  Fold  edaeio  dol tea  line  on  pach  end 


Cuted^e 

i- 

106 

-T> 

io . 

_  .0 

Center 

1 

106' 

1 

'  Cul  edge 
B    ro/d  cut  eci^es  io  center 


^4 — 

A. 

106" 

T> 

<Tt 

ij) 

i 

B 

i 

C    fo/d  B  ioA. 


106 


D    fold  to  dotted  line  and  roll 

A.  Cut  gauze  3  yards  on  selvage  X  18  in.  Remove  selvage.  Turn  each 
end  in  i  in,  B.  Fold  cut  edges  to  center,  making  3  yds.,  less  2  in.  X  9  in. 
G.  Fold  on  center,  making  3  yds.,  less  2  in.  X  4K  i^i-  D*  Fold  one  end 
in  about  \}/i  in.  and  roll  firmly  and  evenly  by  hand.  Turn  end  in  iK  in. 
as  at  beginning  and  tie  with  selvage. 

To  wrap:  Tie  5  rolls  together  with  selvage.  Cover  envelope  fashion 
(See  p.  28)  with  unbleached  muslin  or  clean,  old,  undamaged  cotton  or 
linen,  16  in.  X  16  in.  and  tie  with  string  or  selvage. 

Stamp  on  face  of  package :  American  Red  Cross,    ....  Chapter 

5  Gauze  Rolls 
3  yds.  X  4>^  in. 


STANDARD    DRESSINGS 
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No.  15.     SCULTETUS  OR  MANY-TAILED   BANDAGE 

OF  MUSLIN 

Used  to  retain  dressing  on  abdomen  and  extremities  in 
those  cases  where  frequent  changing  is  necessary. 

Salva9e 


54" 


torn  edqe 
/\. 'Year  muslin  54"on  gelvaqe  X  18"-     Hem  54  "  tor-n  edqe. 
selvage ^ 


o^ 


/8' 


4- 


/3 


4- 


t8" 


heniwied  edge 

S.  Tepr  10  tails  CS  on  each  enol)  18"  long  X  3'/^    wide  leaving 
16"  in  center  not  torn. 

(This  consists  of  a  central  piece  i'j}4  in.  X  i8  in.  and  5  tails,  each  18  in. 
X  S/4  in.,  running  out  from  two  opposite  sides  of  the  central  piece.) 

A.  Tear  muslin  54  in.  on  the  selvage  X  18  in.  Hem  (hand  or  machine) 
torn  54-in.  side.  B.  Make  4  tears  in  each  of  the  torn  ends  beginning  3^ 
in.  from  the  selvage  and  placing  them  3>^  in.  from  each  other.  Extend 
these  tears  inward  for  18  in.  leaving  the  untorn  center  piece  iy}4  in.  from 
top  to  bottom,  and  18  in.  from  side  to  side,  with  5  end  tails  18  in.  X  3>^ 
in.  on  each  side. 

To  pack:  Fold  and  tie  5  bandages  with  string  or  piece  of  selvage. 

Stamp  and  tie  tag :  American  Red  Cross, Chapter 

5  Many-tailed  Bandages 

No.  16.     WEBBING  SPLINT  STRAP 

No  figure.     Used  to  retain  splints  or  dressing  on  the  extremities. 
Cut  a  one-yard  length  of  i>^-in.  webbing.   Sew  a  buckle  on  one  end  and 
mitre  the  other  end. 

To  pack:    Fold  and  tie  5  straps  with  string  or  piece  of  selvage. 

Stamp  and  tie  tag:  American  Red  Cross, Chapter 

5  Splint  Straps 
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SPECIAL  DRESSINGS 

These  dressings  are  not  in  general  use.  Under  certain  circumstan- 
ces, however,  they  may  be  advantageous.  They  are  to  be  made 
only  upon  receipt  of  special  instructions  from  Division  Offices. 

No.  17.    GAUZE  WIPE.   4  in.  x  4  in. 

Used  as  sponge  during  operations  and  in  ward  dressing; 
also  for  cleaning  around  wounds,  applying  iodine,  etc. 


00 


^ 


selvoge 


A 
12" 


B 


cut  edge 

A.roldBtoA, 


selvage 


A 
12 


05 


folded  edge 
B.FofdC-toA. 


C.FoIdAtoC 


D.  fold  DtoB 

F 


t»  fold  selvage  layer  over 
others (turnmp  like  glove)  Fold 
double  layer  back  over  others, 
A  "112  ha\/in5  all  cut  edges  folded  lr\.  ' 

hf  4"- 


Fo  Finished  Dressinq 


A.  Cut  gauze  12  in.  on  selvage  X  18  in.  Place  selvage  at  top. 
Fold  lower  cut  edge  to  selvage  making  12  in.  X  9  in.  B.  Fold  folded  edge 
to  selvage,  making  12  in.  X  4>^  in.  G.  Fold  left  cut  edge  4  in.  to  right. 
D.  Fold  right  cut  edge  4  in.  to  left,  making  4  in.  X  4>2  in.  E.  Fold  under 
selvage  layer  over  others,  turning  like  a  glove.  Fold  double  layer  back 
over  the  others,  turning  like  a  glove,  and  having  all  cut  edges  folded  in. 
(Size  will  vary  slightly.) 

To  wrap:  20  in  a  package.  Cover  envelope  fashion  (See  p.  28)  with 
unbleached  muslin  or  clean,  old,  undamaged  cotton  or  linen,  14  in.  X  14 
in.  and  tie  with  string  or  selvage. 


Stamp  on  face  of  package :  American  Red  Cross, 

20  Gauze  Wipes 
4  in.  X  4  in. 


Chapter 


SPECIAL    DRESSINGS 
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No.  18.     GAUZE  LAPAROTOMY  PAD.    12  in.  x  12  in. 

Used  to  protect  and  wall  off  field  of  operation 
during  a  laparotomy.    (See  No.  14.) 


> 

<0 


fJ 


A.  Fold  edges  A  and  Bto  center 


seam  '/^"wide 


^O 


.^^*^ 


IZ" 


I 
I 


Q 


<U   5 

CPs 


12" 


-^ 


LFold  D  overto  B  on  C.  Fold  A  overto  C  on  B 


seem /q"  Wide 
C. Finished  Dnessinq 


A.  Cut  gauze  24  in.  on  selvage  X  36  in.  Place  selvage  to  right  and  left. 
Fold  cut  edges  to  center,  making  36  in.  X  12  in.  B.  Fold  left  selvage  12 
in.  to  right.  Fold  right  selvage  12  in.  to  left,  making  12  in.  X  12  in.  C. 
Sew  around  edge  (making  seam  )4  in.)  and  quilt  from  corner  to  corner 
along  both  diagonals.  Cut  ^2  in.  tape  18  in.  and  double;  hold  selvage 
side  to  right  and  sew  both  ends  of  tape  one  inch,  diagonally,  on  upper 
right  corner. 

To  wrap:  5  in  package.  Cover  envelope  fashion  (See  p.  28)  with  un- 
bleached muslin  or  clean,  old,  undamaged  cotton  or  Hnen,  18  in.  X  18  in., 
and  tie  with  string  or  selvage. 

Stamp  on  face  of  package:  American  Red  Cross,   ....  Chapter 

5  Gauze  Laparotomy  Pads 
12  in.  X  12  in. 
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No.  19.     GAUZE  LAPAROTOMY  PAD.   6  in.  x  6  in. 

Used  to  protect  and  wall  off  field  of  operation 
during  a  laparotomy.    (See  No.  14.) 


-". 

18" 

/\ 

-> 

\o 

Vl 

y 

03 

1 

!0 

\ ' 

c 

^' 

B    Fold   C  to  hinge  D,maUmq   a 
st»-ip  6"X  \8" 


Place  selvage  to  ngbt    Fold 
A  to  B  on  D 


to 
B 


/S^ 


!c 


D 


l^«--r 


FoIdD  toB. 


&«    Sew  around  ed3es  (making  searnVs')   Quilt 
from  corner  to  corner-,  cut  1/2  "tape  l8"and 
doublej  hold  selvage  aide  to  riglit;,  sew  tape 
on  upper  right  comer. 

A.  Cut  gauze  i8  in.  on  selvage  X  i8  in.  Place  selvage  to  right.  Fold 
upper  cut  edge  downward  to  within  6  in.  of  lower  edge.  B.  Fold  lower 
edge  to  folded  edge,  making  i8  in.  X  6  in.  G.  Fold  left  end  6  in.  toward 
right.  D.  Fold  right  end  6  in.  toward  left,  making  a  square  6  in.  X  6  in. 
with  selvage  outside.  E.  Sew  around  edge  (making  a  seam  ^  in.)  and 
quilt  from  corner  to  corner  on  both  diagonals.  Cut  ^-in.  tape  i8  in.  and 
double.  Hold  selvage  side  to  right  and  sew  both  ends  of  tape  one  inch, 
diagonally,  on  upper  right  corner. 

To  wrap:  5  in  package.  Fold  once.  Cover  envelope  fashion  (See  p. 
28)  with  unbleached  muslin  or  clean,  old,  undamaged  cotton  or  linen,  12 
in.  X  12  in.,  and  tie  with  string  or  selvage. 

Stamp  on  face  of  package :  American  Red  Cross,    ....  Chapter 

5  Gauze  Laparotomy  Pads,  6  in.  X  6  in. 
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No.  20.    GAUZE  LAPAROTOMY  PAD.    4  in.  x  16  in. 

Used  to  protect  and  wall  off  field  of  operation 
during  a  laparotomy.     (See  No.  14,) 


36" 


^.     lolct   selvage   to  selvaoe 
D 


18" 


C  A 

B  Fold  selvages   tack  fo  fold  CFoIcIAB+oCD       D  Finished 

makincj  ^  thickness  9  X 18  selvaqe  inside  Dfessmg 

A.  Cut  gauze  18  In.  on  selvage  X  36  in.  Fold  selvages  together  making 
18  in.  X  18  in.  B.  Fold  selvages  back  to  folded  edge,  making  18  in.  X  9  in. 
C.  Turn  each  end  in  i  in.  Fold  long  edges  together  with  selvage  inside, 
making  ^}4  in.  X  16  in.  D.  Sew  by  hand  yi  in.  from  the  edge  on  all  four 
sides.  Cut  }4  in.  tape  18  in.  and  double.  Hold  selvage  side  to  right  and 
sew  both  ends  of  tape  one  inch,  diagonally,  on  upper  right  corner. 

To  urap:  5  in^  a  package.  Fold  in  thirds.  Cover  envelope  fashion 
(See  p.  28)  with  unbleached  muslin  or  clean,  old,  undamaged  cotton  or 
linen,  14  in.  X  14  in.,  and  tie  with  string  or  selvage. 

Stamp  on  face  of  package:  American  Red  Cross,  ....  Chapter 

5  Gauze  Laparotomy  Pads 
4  in.  X  16  in. 


26 


SPECIAL   DRESSINGS 


9CJ"- 


<J        Vn<ier  piece  of  qauze 


A.  Cut  gauze  SO-X  ZG!' 


C>0"    Gauze    ^ 


_- 


—        Cotton  Pads. 


!!lrr'__.ii*-,--rr7T^ 


26* 
Gauze 


C  Place  cotton  oncjauze. 


30" 


r 


— 1 


upper  piece  of  qaUz.e. 


'pper  p 


;Padt-^l 


26  

Abso-rloeKit  Cotton 
s  and  Kion  absp-rbent 

pj       cotton,  eaeh  about 

J^e"  thick; 


B 


.  Make  pad  of  absorbent  and 
non  abso-rbent    cotton  2l"X26" 


GauzeZdge. 

30" 

' 

r  ■ 

~~\ 

« 

•0 

0)    = 
N    to 

0 

O 

1 

Cotton  Pads 

__J 

01 

►1 
3 
0 
0) 

4 — 

26" 

> 

Gauze 

Gauze  ^cJqe 

D<  Folol  oauze  ectyes  to  dotted  line 
On  eU  four  s\cJes  anol  baste. 


£,.  Place  upper  piece  of  gauze  over 
cotton  pool.  Fold  edges  of  gauze 
Under*  pad  onall  four-  sides.  Sew 
all  four  sides  of  pad  Z"  from  edqa 


r-    Splftpad  lO"\n  center  of 
right  Kand  end. 


26" 


26" 


L 


O.  Bind  slit  with  gauze  band  2"  fj.  Finished  D.ressino, 

wide.  Quilt  across  pad  at  top 
of  slit. 

No.  21.    Split  Irrigation  Pad.    (See  p.  27) 
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No.  21.     SPLIT   IRRIGATION   PAD.   21  in.  x  26  in. 

OF   ABSORBENT  AND    NON-ABSORBENT   COTTON 

Used  for  wounds  needing  irrigation.  (See  Nos.  5  and  7.) 
A.  Cut  gauze  26  in.  X  30  in.  irrespective  of  selvage.  B.  Make  pad  of 
absorbent  cotton  21  in.  X  26  in,  X  >^  in.  thick.  G.  Place  pad  on  gauze, 
leaving  margin  of  gauze  on  all  sides.  Place  a  similar  pad  of  non-absorbent 
cotton  on  absorbent  cotton,  D.  Fold  gauze  edges  over  pads  on  all  four 
sides  and  baste.  E.  Cut  second  piece  of  gauze  26  in.  X  30  in.  Place  it 
on  cotton  pads  and  fold  gauze  edges  under  pad  and  gauze  covering  on 
all  four  sides.  Mitre  the  corners.  Sew  all  four  sides  2  in.  from  edge, 
including  pad  and  gauze  covering.  F,  Slit  pad  inward  from  middle  of 
right  end  10  in,  toward  center.  G.  Bind  raw  edge  of  slit  with  gauze  band 
2  in.  wide.    Quilt  across  pad  at  top  of  slit. 

To  wrap:   One  in  package.     Fold  twice  in  opposite  directions.     Cover 
envelope  fashion  (See  p.  28)  with  unbleached  muslin  or  clean,  old,  un- 
damaged linen  or  cotton  30  in.  X  30  in. 
Stamp  on  face  of  package :  American  Red  Cross,    ....  Chapter 

I  Split  Irrigation  Pad 

No.  22.     GAUZE  PACKING.   2  in.  x  i  yard 

No  figure.     Used  for  packing  to  control  bleeding  during  operation. 

Its  use  as  a  drain  is  very  limited. 

Cut  gauze  8  in.  on  selvage  X  36  in.    Cut  off  selvages.    Turn  ends  in 

^4  in.    Fold  cut  edges  to  center,  making  35  in.  X  4  in.    Fold  again  on  long 

center,  making  35  in,  X  2  in.    Fold  one  end  over  i  in.  and  roll  firmly  and 

evenly.    Turn  in  end  as  when  beginning,  and  tie  with  selvage. 

To  wrap:  One  in  a  package.  Cover  envelope  fashion  (see  p.  28)  with 
unbleached  muslin  or  clean,  old,  undamaged  cotton  or  linen,  7  in.  X  7  in., 
and  tie  with  string  or  selvage. 

Stamp  on  face  of  package :  American  Red  Cross,    ,    ,    .    .  Chapter 

I  Gauze  Packing,  2  in.  X  i  yard 

No.  23.     GAUZE  PACKING.    >^  in.  x  i  yard 

No  figure.     Used  for  packing  to  control  bleeding  during  operation. 
Its  use  as  a  drain  is  very  limited. 
Cut  gauze  2  in.  on  selvage  X  36  in.     Fold  cut  edges  to  center,  making 
36  in.  X  I  in.    Fold  again  on  long  center,  making  36  in.  X  /^  in.  Roll  firmly 
and  evenly.    (Do  not  turn  selvage  ends  under.)    Tie  with  selvage. 

To  wrap:    i  in  a  package.    Cover  envelope  fashion  (See  p.  28)  with  un- 
bleached muslin  or  clean,  old,  undamaged  cotton  or  linen,  3^  in.  X  Z}^  in. 
and  tie  with  string  or  selvage. 
Stamp  on  face  of  package :  American  Red  Cross,    ....  Chapter 

I  Gauze  Packing,  ^  in.  X  i  yard 
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ENVELOPE    COVERING 


A.       Wrapper 


C      Fold  AtoB 


G    Fold  IJ  to  J.  J. 


D     Tuch  under  CC 
Fold  over  DD. 


H    Tuch  in  /f 


ENVELOPE  COVERING 

A.  Place  wrapper  diagonally  with  one  point  toward  worker. 
B.  Place  dressing  in  center  at  right  angles  to  the  wrapper.  If 
package  is  oblong,  place  long  diameter  to  right  and  left.  C.  Hold 
dressing  firmly  in  place  and  fold  portion  of  wrapper  nearest 
worker   firmly  over  the  dressing  and  tuck  a  fold,  but  not  the 
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point,  beneath  the  dressing  along  the  upper  edge.  D.  Tuck 
wrapper  against  dressing  at  right  lower  corner  and  fold  the 
small  pleat  thus  formed  inward  against  corner.  Repeat  this 
process  on  the  left  corner.  (Or,  complete  wrapping  on  right 
end  by  folding  right  point  of  wrapper  over  dressing  before 
doing  the  left  end.)  E.  Fold  right  point  of  wrapper  over 
dressing.  F.  Fold  left  point  of  wrapper  over  dressing,  and 
fold  the  point  under  itself.  G.  Grasp  remaining  upper  point  of 
wrapper  in  thumb  and  finger  of  right  hand  and  draw  gently 
while  the  left  hand  holds  the  package  firmly.  With  fingers  of 
left  hand  tuck  cover  along  the  farther  edge  of  the  package  until 
the  farther  portion  of  the  wrapper  is  made  into  a  bias  point. 
Fold  this  portion  of  the  wrapper  firmly  over  the  package.  H. 
Tuck  the  pointed  end  of  remaining  portion  of  the  wrapper  under 
the  side  flaps  of  the  envelope,  first  folding  the  end  under  itself  if 
it  is  too  long. 

Slight  modifications  of  this  envelope  may  be  made  as  long  as 
the  package  is  firmly  and  neatly  covered  so  that  dressing  will  be 
absolutely  protected  from  the  air. 

PACKING  AND  SHIPPING 

The  Box.  Boxes  containing  surgical  dressings  should  not 
exceed  3x2x2  feet  in  size.  They  should  be  made  of  five-eighth 
inch  tongue  and  grooved  boards,  strongly  joined  at  the  corners, 
and  should  be  lined  with  strong  water-proof  paper,  which  must 
extend  over  the  top  of  the  dressings  after  the  box  is  filled.  When 
the  Chapter  cannot  prepare  a  box  for  shipment  to  France  by 
filling  it  with  one  kind  of  dressing,  it  may  ship  its  output  to  its 
Division  Supply  Depot  in  any  kind  of  box,  without  regard  to 
size,  which  will  insure  safe  transportation. 

Packing.  When  possible  each  box  should  be  filled  with  only 
one  kind  of  dressing.^  If  the  output  is  not  sufficiently  large 
to  permit  of  this  plan  being  followed,  a  box  should  be  filled  with 
dressings  of  the  same  type.  That  is,  a  box  may  be  filled  with 
folded  gauze  dressings  (Nos.  i,  4,  6,  10,  11  and  14)  with  absorbent 
pads  (Nos.  2  and  3) ;  or  with  irrigating  pads  (Nos.  5  and  7)  etc. 
Under  these  circumstances  the  various  kinds  of  dressings  should 

1  The  different  kinds  of  muslin  bandages  may,  however,  be  packed  in  one  box,  but  should 
be  placed  in  layers,  separated  by  wrapping  paper. 
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be  packed  in  layers,  and  the  layers  should  be  separated  by  sheets 
of  wrapping  paper. 

When  a  Chapter  does  not  make  enough  dressings  to  follow 
the  above  instructions,  it  should  pack  all  its  dressings,  without 
regard  to  kind  or  type,  and  send  them  to  its  Division  Supply 
Depot,  where  the  contents  of  the  box  will  be  assorted,  placed 
with  other  dressings,  and  repacked  for  shipment  to  France. 

While  it  will  save  the  Division  Supply  Depot  much  labor  to 
receive  shipments  ready  for  transportation  to  France— that  is,  in 
boxes  3x2x2  feet,  each  containing  but  one  kind  of  dressing — 
small  Chapters  should  not  withhold  their  output  too  long  to 
make  shipments  of  this  kind. 

Inventory.  Each  box  of  dressings  should  contain  inside  the 
water-proof  paper  wrapping,  a  type-written  inventory  of  its  con- 
tents, giving  the  number,  name,  and  quantity  of  the  dressing 
or  dressings  it  holds. 

Marking  of  Boxes.  Boxes  should  be  marked  on  top  'American 
Red  Cross,  Division  Supply  Depot',  with  the  address  to  which  the 
box  is  to  be  sent.  The  name  and  address  of  shipper,  the  serial 
number  of  the  box,  and  a  statement  (stencilled  on  the  wood)  of  the 
kind  and  quantity  of  dressings  the  box  contains  should  also  be 
given.  The  dressings  may  be  designated  by  name,  or  by  their 
number  in  this  Manual.  A  red  cross,  4^  inches  high  and  wide, 
should  be  painted  on  each  end  of  the  box. 

Shipment  of  Boxes.  Express  Companies  will  accept  gifts  to 
the  Red  Cross,  for  shipment,  at  two-thirds  their  regular  rate, 
when  prepaid  and  addressed  as  above. 

Dressings  made  by  allied  societies  should,  when  practicable,  be 
shipped  to  a  Red  Cross  Chapter.  Chapters  should  ship  to  their 
Division  Supply  Depot  in  one  of  the  following  cities : 

Boston,      New  York,  Philadelphia,    Washington, 

Atlanta,     New  Orleans,     St.     Louis,        Cleveland, 
Chicago,     Minneapolis,      Denver,  San  Francisco, 

Seattle 

Invoice.  An  invoice  or  notice  of  shipment,  giving  the  serial 
number  of  the  box  or  boxes  sent,  and  duplicate  copies  of  their 
inventories,  should  be  mailed  by  all  shippers  to  the  Chapter  or 
Division  Supply  Depot  to  which  the  shipment  is  being  forwarded. 


THE  SONG  OF  A  SURGICAL  DRESSING 

I  was  made  on  a  shady  village  street 
Where  the  sky  and  the  uncut  elm-trees  meet, 
And  the  smell  of  flowers  and  dust  and  hay 
Tell  of  life  and  death  in  one  summer-day. 
Where  the  hissing  scythe  in  the  standing  grass 
Sings  a  prophecy  of  the  'come-to-pass' ; 
Where  the  shivering  leaf-laced  shadows  fall 
On  the  polished  floor  of  the  old  town  hall. 

But  I'll  be  used  on  the  fields  of  France, 
Where  Life  or  Death  is  the  gift  of  Chance; 
And  ever  and  always  the  order  runs — 
"Men  and  more  men  for  the  greedy  gunsT 
Where  the  brown,  fly-haunted  puddles  stand — 
Where  once  was  life — on  No-Man's  Land; 
With  the  swollen  corpses  scattered  far 
O'er  the  purging-place  of  the  Gods-of-  War. 

But  why  was  I  made  and  why  do  I  go 

From  a  place  of  peace  to  a  place  of  woe? 

I  serve  no  King  and  I  serve  no  State, 

I'm  the  answer  of  Love  to  the  song  of  Hate. 

Or  comrade  or  foeman  is  one  to  me 

From  tunnel  or  trench,  or  sky  or  sea. 

When  the  last  gun's  fired  and  the  war-flag' s  furled 

May  I  heal  the  hurts  of  a  wounded  world. 

Gerald  J.  Lively 

Andover,  N.  H. 


DOUGLAS  C.  McMURTRIE     NEW  YORK 
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